ETag: "9529088a694683b965befbac847ae70b"
accept-encoding: identity
authorization: LOW BqkdJkc8PJ1YqV61:REDACTED_BY_IA_S3
connection: close
content-length: 8162
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Glenn T. Suddaby
x-archive-meta-case-cause: 28:1446 Petition for Removal- Personal Injury
x-archive-meta-case-name: Formica v. BW/IP International, Inc. et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: nynd
x-archive-meta-date-case-filed: 2012-09-07
x-archive-meta-date-case-terminated: 2012-09-25
x-archive-meta-docket-num: 6:12-cv-01380
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: None
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 368 P.I. : Asbestos
x-archive-meta-pacer-case-num: 91329
x-archive-meta-referred-to: US Magistrate Judge Andrew T. Baxter
x-archive-queue-derive: 0
x-upload-date: 2013-02-28T17:23:46.000Z
